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H. (103) 9) 


Photolytic coupling 
Metoclopramide; Radioimmunoassay; Antibody specificity 
(De Villiers, M. (103) 33) 


Polyclonal antibody 

Monoclonal antibody; In vitro immunization; Antigen on 
nitrocellulose; Drosophila; Myosin heavy chain (Gratecos, D. 
(103) 169) 


Polymorphonuclear leukocyte 
Lysozyme; Fluorescence polarization; Rheumatoid synovial 
fluid; Chemotactic factor (Okamoto, T. (103) 221) 


Pooled human immunoglobulin 
Mycoplasma elimination; Macrophage (Kreipe, H. (103) 185) 


Pregnancy-associated protein 

Electroimmunodiffusion; Oncodevelopmental antigen; Ovarian 
cancer-associated antigen; Tumor marker (Nakai, M. (103) 
179) 


Protein blotting 
Nitrocellulose membrane; Amido Black 10B; Ribosomal pro- 
tein; Monoclonal antibody (Syu, W.-J. (103) 247) 


Prozone phenomenon 
ELISA; Coating concentration; Epitope density (Vos, Q. (103) 
47) 


Radioimmunoassay 
Metoclopramide; Photolytic coupling; Antibody specificity 
(De Villiers, M. (103) 33) 


5-Hydroxymethyl-2’-deoxyuridine; Chromatography, high per- 
formance liquid; Leukemia L1210 (Vilpo, J.A. (103) 41) 


Casein-coated well; Supernatant collection; Sodium dodecyl 
sulfate (Hirschberg, T. (103) 55) 


ELISA; Optical density; Immunoglobulin level; ELISA statis- 
tics (Karpinski, K.F. (103) 189) 


Reduction / oxidation 
Phagocyte; Superoxide anion; Microplate assay; Cytochrome 
C (Leslie, R.G.Q. (103) 261) 


Reverse passive hemagglutination 
Isotype; Class switch; Sib selection; Monoclonal antibody; 
Serotherapy (Hale, G. (103) 59) 


Rheumatoid synovial fluid 
Lysozyme; Fluorescence polarization; Polymorphonuclear 
leukocyte; Chemotactic factor (Okamoto, T. (103) 221) 


Ribosomal protein 
Protein blotting; Nitrocellulose membrane; Amido Black 10B; 
Monoclonal antibody (Syu, W.-J. (103) 247) 
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Screening 
Immunohistochemistry; Monoclonal antibody; Histology 
(Wan, W.-H. (103) 121) 


Serotherapy 
Isotype; Class switch; Sib selection; Reverse passive hemagg- 
lutination; Monoclonal antibody (Hale, G. (103) 59) 


Sib selection 
Isotype; Class switch; Reverse passive hemagglutination; 
Monoclonal antibody; Serotherapy (Hale, G. (103) 59) 


Simultaneous immunoblot assay 
Mycoplasma pneumoniae; Legionella pneumophila (Madsen, 
R.D. (103) 205) 


Skin window 
Delayed-type hypersensitivity; Lymphokine; Chemotaxis 
(MacPhee, M.J. (103) 267) 


Sodium dodecyl sulfate 
Radioimmunoassay; Casein-coated well; Supernatant collec- 
tion (Hirschberg, T. (103) 55) 


Sodium dodecyl sulfate-polyacrylamide gel electrophoresis 
Immune complex; Isoelectric focusing (Haas, H. (103) 79) 


Spectrophotometry 
Phagocyte; Superoxide anion; Microplate assay (Leslie, R.G.Q. 
(103) 253) 


Staphylococcus protein A 
Monoclonal antibody; Isotype switch variant; Anti-peroxidase 
antibody (Boot, J.H.A. (103) 69) 
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Supernatant collection 
Radioimmunoassay; Casein-coated well; Sodium dodecyl 
sulfate (Hirschberg, T. (103) 55) 


Superoxide anion 
Phagocyte; Microplate assay; Spectrophotometry (Leslie, 
R.G.Q. (103) 253) 


Phagocyte; Microplate assay; Cytochrome C; Reduction/ 
oxidation (Leslie, R.G.Q. (103) 261) 


Synergistic factor 
Hemopoietin 1; High proliferative potential colony-forming 
cell; Liquid culture (Kriegler, A.B. (103) 93) 


12-O-Tetradecanoylphorbol 13-acetate 
Interleukin-2; Calcium ionophore A23187 (Grote, W. (103) 15) 


Transfection 
Chromosome; Visualization of chromosome _ uptake; 
Bromodeoxyuridine (Pittman, S. (103) 87) 


Tumor marker 

Electroimmunodiffusion; Oncodevelopmental antigen; Preg- 
nancy-associated protein; Ovarian cancer-associated antigen 
(Nakai, M. (103) 179) 


Visualization of chromosome uptake 
Chromosome; Transfection; Bromodeoxyuridine (Pittman, S. 
(103) 87) 
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